Negligence

The parties  stipulated that  Citations 917622,   918337,   918338,   918339*
918340,   and  917627 were the result on no negligence on the part of the
respondent.     They agreed that Citation No,  917630,  concerning accumulations
along  the entire mantrip roadway  for a distance of 8,650 feet resulted
from respondent's  "extreme negligence" but  that no  ignition sources were
present.     Further,   they stipulated that  the remaining citations were the
result of respondent's failure to exercise reasonable care,   and that  this
constitutes  ordinary negligence.

Good  faj-th^compliance

The  record reflects  that'the respondent demonstrated normal good
faith  compliance in promptly correcting the cited conditions within
the  time  fixed by  the inspectors  in all but one citation.     That citation,
No,   917631,  was  abated through rapid compliance by the respondent,

History  of prior violations

For  purposes of this docket,   the parties stipulated that  the
respondent has no prior citations  for violations of sections   75.1107-16(b)
or  75,523-2(c);   17 prior citations of section 75.400;   two citations of
sections   75.313 and  75.904;   three  citation^ of section  75.515J  and one citation
of section  75.1725(a).

Docket  No.   81-460
Fact  of violations

I   take  note of  the fact that  Citation No.   917642,   February 24,  1981,
was  assessed at  "zero" by MSHA's assessment office, and a notation on
the pleadings  filed by the petitioner reflects that  the citation was
subsequently vacated.     Under the circumstances,   this citatlon^is dismissed.

With regard to  the remaining 19 citations issued in this docket,
the  record reflects  that  three were guarding citations  for failure to
provide  adequate guards for equipment;   ten concerned miscellaneous
citations  for failure to properly insulate power cables,   improper cable
bushings,   and failure to install power cables on proper insulators;  two
were  for  failure to provide fire extinguishers;   two were for improper
electrical guarding devices;  and one for failure to vent a battery charging
station.     The parties stipulated that all of the violations  occurred,
and   the  citations  are all AFFIRMED,

Gravity

The record reflects that the gravity and probability of harm occurring
as a result of all of the citations which have been affirmed in-this
docket ranged from low to moderate.

1177ipulated that two of the citations (917629, 917636),
